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10 August 1982 


\ Chief, Building/Planning Staff, 

Office of Logistics, Central Intelligence Agency, 
Washington, D.C. 20505 


we at CRS are, of course extremely disappointed 
that we will not have a part in the C.I.A. Headquarters 
in McLean, Virginia. 

Meeting with the members of your Evaluation Team was 
our privilege, and we wish you the very best with your 
project. 

Warm regards. 


Caudill Rowlett Scott 

Architects Planners Engineers 
1111 West Loop South 
Houston, Texas 77027 
Telex 762234 Tel 713 621-9600 



Paul Kennon, FAIA 
President 
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